CANADIAN ANAESTHETISTS’ SOCIETY JOURNAL 


Volume 14 


INDEX OF AUTHORS 


Adamson, D. H., see SporrREL, W. E., jt. auth. 

Arnica, B. F., see Donkin, A. B., jt. auth. 

ARCHER, L. T., see SLEATH, G. W., jt. auth. 

ARFEL, G., see Vourc’H, G., jt. auth. 

ARMSTRONG, D. J., and Finiayson, D. C., 
The effect of spinal anaesthesia on 
blood volume in man, 399 


Bain, J. A., Catron, D. V., Cox, J. M. R., 
and SporrEL, W. E., The effect of 
general anaesthesia on the tolerance of 
cerebral ischemia in rabbits, 69 

Beauiev, D., Goyvetre, M., and KEErI- 
SzAntT6, M., Anaesthetic time/dose 
curves: VI. Experiences with diazepam, 
326 

BERGERON, J. M., and JéNarRp, J., Methoxy- 
flurane: Agent d’induction en anesthé- 
sie pediatrique, 435 

Besson, J. M., see Vourc’n, G., jt. auth. 

Biackwoop, M. J. A., see MARKHAM, W. G., 
jt. auth, 

BLUNDELL, P. E., see MACFARLANE, J.K., jt. 
auth. 

Browne, R. A., see Catron, D. V., jt. auth. 

Browng, R. A., and Catron, D. V., Massive 
pulmonary embolism during anaesthe- 
sia: A report of two cases, 413 

Bytes, P. H., see Donkin, A. B., jt. auth. 


Catton, D. V., see Barn, J. A., jt. auth. 

——— see Browne, R. A., jt. auth. 

Catron, D. V., and Browne, R. A., The 
occurrence of tetany during anaes- 
thesia, 592 

Cuunc, W. B., see Jenkins, L. C., jt. auth. 

Cuiark, G. F., Relationship of metabolic aci- 
dosis and capillary Pco, in cyclopro- 
pane and halothane anaesthesia, 551 

Cuavet, M., see Dery, R., jt. auth. 

Coxe, A. F. D., and Jacoss, J. A., Proprano- 
lol in the management of cardiac 
arrhythmias during hypothermia, 44 

Conn, A. W., see MarkHaM, W. G., jt. 
auth. 

——— see RetTon, J. E. S., jt. auth.. 

——— see VicueR, M. G., jt. auth. 

Corxkery, P., see McIntyre, J. W. R., jt. 
auth. 

Covuves, C. M., see Retry, N. A.., jt. auth. 

Cox, J. M. R., see Ban, J. A., jt. auth. 

CREIGHTON, R. E., see RELTON, J. E. S., jt. 
auth. 


Déry, R., PELLETIER, J., Jacques, A., CLAVET, 
M., and Hovupg, J. J., Humidity in 
anaesthesiology: I. A modified dew- 
point hygrometer, 104. 

——— Humidity in anaesthesiology: II. Evo- 
lution of heat and moisture in large 
carbon dioxide absorbers, 205 

——— Humidity in Anaesthesiology: III. Heat 
and moisture patterns in the respira- 
tory tract during anaesthesia with 
semi-closed system, 287 

DE Youn, C. G., see Purxis, I. E., jt. auth. 

DretzMan, R. H., Manax, W. G., and LitiE- 
HEI, R. C., Shock: mechanisms and 
therapy, 276 

Dosxiy, A. B., see Evers, W., jt. auth. 

Doskin, A. B., Bytes, P. H., Arrica, B. F., 
and Nevitte, J. F., Jr., The neuro- 
endocrine and metabolic effects of 
general anaesthesia associated with 
acute hypoxia and acute hypercapnia, 
442 

Doenicke, A., Kucier, J., and Laus, M., 
Evaluation of recovery and “street fit- 
ness” by E.E.G. and psychodiagnostic 
tests after anaesthesia, 567 

Drummonp, G., and McIntyre, J. W. R., 
Further experiences with fentanyl and 
droperidol, 33 


Eberhard, R. S., see SPoEREL, W. E., jt. auth. 

ENGELBRECHT, E. R., see Jenkins, L. C., jt. 
auth. 

Evers, W., Racz, G. B., GLazer, J., and Dos- 
KIN, A. B., Orahesive as a protection 
for the teeth during general anaesthesia 
and endoscopy, 123 


Fairley, H. B., The effect of hyperventilation 
on arterial oxygen tension: A theoreti- 
cal analysis, 87 

Far.ey, W. J., see Gu.uigs, D. M. M., jt. auth. 

FarMaAti, O., Fundoscopic ophthalmodyna- 
mometric, and tonometric observations 
during cardiopulmonary bypass in man, 
584 

FarMATI, O., FREEMAN, A., and Moya, F., 
Changes in retinal arterial blood 
pene during cyclopropane and 

alothane anaesthesia in children, 26 


615 





616 


Farmati, O., Quinn, J. R., and FENNELL, 
R. H., Jr., Exfoliative cytology of the 
intubated larynx in children, 321 

FENNELL, R. H., Jr., see Farmartti, O., jt. 
auth. 

Fintayson, D. C., see ARMsTRONG, D. J., jt. 
auth. 

——— see Gespie, D. M., jt. auth. 

Fiemine, R. A. P., see Purxis, I. E., jt. auth. 

FREEMAN, A., see FARMATI, O., jt. auth. 


Gebbie, D. M., and Fintayson, D. C., Use 
of alpha and beta adrenergic blocking 
drugs and halothane in the anaesthetic 
management of phaeochromocytoma, 
39 

Guutes, D. M. M., and Farey, W. J., Clini- 
cal experience with PLV-2 (Octopres- 
sin) as a local haemostatic agent, 358 

GLazER, J., see Evers, W., jt. auth. 

Gotp, M. I., and Hexricn, M., Ventilation 
and blood gases in anaesthetized 
patients, 424 

Gorpon, R. A., The Canadian contribution to 
the anaesthesia training programme of 
the World Federation of Societies of 
Anaesthesiologists, 495 

Goyette, M., see BEAULIEU, D., jt. auth. 

Grrrira, H. R., Anaesthesia in Canada, 
1847-1967: II. The development of 
anaesthesia in Canada, 510 

——— An anaesthetist’s valediction, 373 


Helrich, M., see Gop, M. I. 
Horrett, O., see Purkis, I. E., jt. auth. 
Houpe, J. J., see Déry, R., jt. auth. 


Jacobs, J. A., see Cox, A. F. D., jt. auth. 

Jacques, A., Anaesthesia in Canada, 1847- 
1967: I. The beginnings of anaesthesia 
in Canada, 500 

——— see Dény, R., jt. auth. 

Jénarp, J., see BERGERON, J. M., jt. auth. 

Jenkins, L. C., ENGELBREcHT, E. R., and 
Cuunc, W. B., Anaesthetic considera- 
tions for carotid thromboendarterec- 
tomy, 309 


Keéri-Szanté, M., see Beauiev, D., jt. auth. 
Kexxar, K., see Wynanps, J. E., jt. auth. 
Kucuer, J., see Dornicke, A., jt. auth. 


Langley, G. R., see Purxis, I. E., jt. auth. 

Laus, M., see Doenicke, A., jt. auth. 

Littever, R. C., see Dierzman, R. H., jt. 
auth. 

LoeHNING, R. W., see Taxaont, M., jt. auth. 


MacFarlane, J. K., Rosmxarp, F. A., and 
BLUNDELL, P. E., Anaesthesia for car- 
diopulmonary bypass in calves, 240 


INDEX OF AUTHORS 


McIntyre, J. W. R., see DrumMmonnp, G., jt. 
auth, 

McIntyre, J. W. R., Murer, J. D., and 
Corkery, P., The use of fentanyl in the 
operative and postoperative period 
with reference to methoxyflurane, 470 

McIntyre, J. W. R., and Russet, J. C., Re- 
moval and recovery of halothane and 
methoxyflurane from waste anaesthetic 
vapours, 333 

McNemz, C. G., A method of control for 
postoperative adenoidal bleeding, 483 

Manax, W. G., see DierzMan, R. H., jt. 
auth. 

MarkuaM, W. G., BLackwoop, M. J. A., and 
Conn, A. W., Prolonged nasotracheal 
intubation in infants and children, 11 

MIGNAULT, G., and TeTREAULT, L., A retro- 
spective survey of the use of methoxy- 
flurane at the Hétel-Dieu de Montréal 
from 1961 to 1964, 240 

Miter, J. D., see McIntyre, J. W. R., jt. 
auth. 

Minuck, M., Death in the operating room, 
197 

Moya, F., see Farmati, O., jt. auth. 

——— see Usus1aca, J. E., jt. auth. 


Nabeta, S., see Retton, J. E. S., jt. auth. 
NEvILLE, J. F., Jr., see Dosxin, A. B., jt. 
auth. 


Owen-Thomas, J. B., Evaluation of a pneu- 
motachograph for controlled ventila- 
tion in childhood, 220 

——— A follow-up of children treated by pro- 
longed nasal intubation, 543 


Pelletier, J., see Déry, R., jt. auth. 

Povey, W. G., see VAN Praacu, I. G. L., jt. 
auth. 

Purkis, I. E., Horrect, O., pe Youne, C. G., 
FLEMING, R. A. P., and LANGLEY, G. R., 
eee during anaesthesia in a 
second member of a family with 
associated coagulation defect due to 


increased intravascular coagulation, 
183 


Quinn, J. E., see Farmati, O., jt. auth. 


Racz, G. B., see Evers, W., jt. auth. 

RELTON, J. E. S., Creicuton, R. S., Conn, 
A. W., and Naseta, S., Generalized 
muscular hypertonicity associated with 
general anaesthesia: A suggested anaes- 
thetic management 

REs ra, C. J., see THeye, R. A., jt. auth. 

Retry, N. A., and Covuves, C. M., The effects 
of anaesthesia on experimental endo- 
toxin shock, 112 





INDEX OF AUTHORS 


RosiLiarp, F, A., see MACFARLANE, J. K., jt. 
auth. 

RoveriquE, E, **., and WyNnanps, J. E., Blood 
coagulation and haemostasis: A review 
129 

RussELL, J. C., see McIntyre, J. W. R., jt. 
auth. 


Sheridan, C. A., see Wynanps, J. E., jt. auth. 

SLeatu, G. W., and Arcuer, L. T., Halothane 
for controlled hypotension in back 
surgery, 407 

Stoan, I. A., An improved infant blood pres- 
sure cuff, 59 

——— An improved tele-thermometer, 62 

Smitu, J. W., The dangers of using a three- 
way valve as a stopcock in a transducer 
system for measuring venous blood 
pressure, 94 

SpoEREL, W. E., Anaesthesia for the patient 
with multiple injuries: Some problems 
concerning anaesthetic management 
illustrated by a case report, 49 

——— see Bain, J. A., jt. auth. 

SPOEREL, W. E., ADAMSON, D. H., and EsEr- 
HARD, R. S., The significance of 
methaemoglobinaemia induced by 
prilocaine (Citanest), 1 

SzANTO, M. Keeni-, see KEERI-SZANTO, M. 


Takaori, M., and Loreunine, R. W., Ventricu- 
lar arrhythmias induced by amino- 
phylline during halothane anaesthesia 
in dogs, 79 

TETREAULT, L., see MIGNAULT, G., jt. auth. 

Tueye, R. A., and Restau, C, J., Oxygen 


617 
during 


levels 


and haemodynamics 


anaesthesia with nitrous oxide, thio- 
pental, and curare, 299 
Tuomas, J. E. Owen-, see OwEN-THOMAS, 
E. 


TreLoar, E, J., An out-patient anaesthetic 
service: Standards and organization, 


596 


Usubiaga, J. E., Moya, F., and Ususraca, 
L. E., A note on the recording of epi- 
dural negative pressure, 119 

Ususiaca, L. E., see aivenee, J. E., jt. auth. 


Van Bergen, F. H., The mechanical lung 
ventilator as another “black box,” 159 

Van Praacu, I. G, L., and Povey, W. G., 
Paracervical block anaesthesia in 
labour, 232 

Vicuera, M. G., and Conn, A. W., An in- 
vestigation of general anaesthesia 
and hyperpyrexia in chickens, 193 

Vourc’H, G., ARFEL., et Besson, J. M., Effects 
de certains agents anesthésiques sur 
lactivité électrique cérébral, 519 


Walton, F. A., Obstruction of the lumen in 
new endotracheal tubes, 605 

Wyant, G. M., The anaesthetist looks at 
tissue transplantation: Three years’ 
experience with kidney transplants, 255 

Wynanps, J. E., see Roperique, E. M., jt. 
auth. 

Wynanps, J. E., Suerman, C. A., and KeEL- 
KAR, K., Coronary artery disease and 
anaesthesia (experience in 120 patients 
for revascularizing of the heart), 382 





INDEX OF SUBJECTS 


Acidosis 
metabolic, caused by administration of 
blood, 563; by hypothermia, 563; by 
hypoxia, 564 
Adenoidectomy, control of postoperative 
bleeding (McNeill), 483 
Adrenergic blocking agents, use of alpha and 
beta, and halothane in the anaesthetic 
management of phaechromocytoma 
(Gebbie and Finlayson), 39 
Alcohol, effect of, on patients following anaes- 
thesia, 567 
Aminophylline, ventricular arrhythmias in- 
duced by, — halothane anaesthe- 
sia in dogs (Takaori and Loehning), 
79 
Anaesthesia 
advances over fifty years, 373 
anaesthetic management of phaechromo- 
cytoma (Gebbie and Finlayson), 39 
Canadian contributions to the introduc- 
tion of new agents and methods, 514 
considerations with tissue transplants 
(Wyant), 255 
effect on cerebral structures (Vourc’h, 
Arfel, and Besson), 519 
effect on experimental endotoxin shock 
(Rety and Couves), 112 
effect on the tolerance of cerebra! ischae- 
mia in rabbits (Bain, Catton, and 
Spoerel ), 69 
epidural, in obstetrics, with prilocaine, 7 
epidural, with prilocaine, causing methae- 
moglobinaemia, 6 
for back surgery, 407 
for cardiopulmonary bypass in calves 
( MacFarlane, Robillact and Blundell), 
240; letter to editor (Cockings), 487 
for carotid thrombo-endarterectomy (Jen- 
kins, Engelbrecht, and Chung), 309 
for kidney transplants, management, 269, 
technique, 264 
for patients with multiple injuries (Spoe- 
rel), 49 
for revascularization of the heart in 
patients with coronary artery disease 
(Wynands, Sheridan, and Kelkar), 
382; complications, 387; induction, 
385 
for surgical treatment of epilepsy, 530 
for surgical treatment of intractable pain, 
538 
general hyperpyrexia in chickens ( Viguera 
and Conn), 193 
general, muscular hypertonicity associated 
with (Relton, Creighton, Conn, and 
Nabeta), 22 
general, ophthalmoscopic observations, re- 


618 


tinal arterial pressure determinations 
and intraocular tension measurement 
during (Farmati), 584 

general, use of PLV-2 as a local haemo- 
static agent in (Gillies and Farley), 
358 

halothane, ventricular arrhythmias induced 
by aminophylline during (Takaori and 
Loehning, 79 

hospital departments, development in 
Canada (Griffith), 510 

humidity in, evolution of heat and mois- 
ture in large carbon dioxide absorbers 
( Déry et =. 205 

humidity in, a modified dew-point hygro- 
meter ( Déry et al.), 104 

hyperpyrexia during, in a second member 
of a family with associated coagulation 
defect due to increased intravascular 
coagulation (Purkis et al.), 183 

in Canada 1847-1967 (Jacques), 500; 
( Griffith), 510 

medical management of patient prior to 
surgery, importance of knowledge of 
to the anaesthetist, 313 

neurolept, for surgical treatment of Parkin- 
son’s disease, 538 

obstetrical, paracervical block in (Van 
Praagh and Povey), 232 

orahesive as a protection for the teeth 
during (Evers, Racz, Glazer, and Dob- 
kin), 123 

out-patient service (Treloar), 596; induc- 
tion and maintenance of anaesthesia 
in, 599 

oxygen levels and haemodynamics during 
( Theye and Restall), 299 

paediatric, evaluation of pneumotacho- 
graph for controlled ventilation in 
(Owen-Thomas), 220 

paediatric, methoxyflurane as an induction 
agent (Bergeron and Ménard), 435 

personal reminiscences (Griffith), 373 

pulmonary embolism during (Browne and 
Catton ), 413 

recovery and “street fitness,” evaluation by 
ere tests (Doenicke, Kug- 
er, and Laub), 567 

recovery from, evaluation of, by electro- 
encephalography (Doenicke, Kugler, 
and Laub), 567 

semi-closed system, heat and moisture 
patterns in the respiratory tract (Déry 
et al.), 287 

spinal, effect on blood volume (Armstrong 
and Finlayson), 399 

teaching, Canadian contributions to, 517 

tetany Sate (Catton and Browne), 592 





INDEX OF SUBJECTS 


time/dose curves with diazepam (Beau- 
lieu, Goyette, and Keéri-Szant6), 326 
training at the international level (Gor- 
don), 495 
World Federation of Societies of Anaes- 
thesiologists, training programme of 
(Gordon), 495 
Anaesthetic vapours 
waste, methods of disposal, 333 
waste, removal and recovery of halothane 
and methoxyflurane from (McIntyre 
and Russell), 333 
Angina, relation to coronary artery disease, 
382 
Anoxia, effect on electroencephalogram, 521 
Apparatus 
blood pressure cuff for infants, improved 
(Sloan), 59 
carbon dioxide absorbers, evolution of 
heat and moisture in (Déry et al.), 
205 
dangers of using a three-way valve as a 
stopcock in a transducer system for 
measuring venous blood pressure 
(Smith), 94 
endotracheal tubes, obstruction of lumen 
in (Walton), 605 
hydrometer, a modified dew-point, for 
measuring water vapour during anaes- 
thesia (Déry et al.), 104 
pneumotachograph, _ evaluation of, for 
controlled ventilation in childhood 
Owen-Thomas ), 220 
tele-thermometer, an improved (Sloan), 
62 
Arrhythmias 
cardiac, a complication of anaesthesia dur- 
ing revascularization of the heart, 387 
cardiac, during hypothermia, en ge 
with propranolol (Cole and Jacobs), 44 
ventricular, induced by aminophylline 
during halothane anaesthesia in dogs 
(Takaori and Loehning), 79 
Asthma, status asthmaticus, endotracheal intu- 
bation in cases of, 19 
Atropine 
administration of, in anaesthesia, investi- 
gation of muscle rigidity and hyper- 
thermia, 195 


Bleeding, disorders, diagnosis of, 143 
Block, see Paracervical block 
Blood 
and fluid replacement, during revascu- 
larization of heart, 394 
arterial oxygen tension, effect of hyper- 
ventilation of (Fairley), 87 
circulation, haemodynamics and oxygen 
levels during anaesthesia with nitrous 
oxide, thiopental, and curare (Theye 
and Restall), 299 


619 


clotting mechanism, 133 
coagulation and haemostasis (Roderique 
and Wynands), 129 
coagulation, changes in, 189 
es defect, familial tendency to 
yperthermia during anaesthesia ( Pur- 
kis et al.), 183 
coagulation disorders, diagnosis, 143 
coagulation, factors involved in, 134 
coagulation, familial tendency, 190 
coagulation, mechanism, 191 
flow, cerebral, factors affecting, 311 
gases, changes during anaesthesia and 
intermittent sitive pressure breath- 
ing (Gold and Helrich), 424 
gases, changes in childhood during general 
anaesthesia, evaluation of effect of 
positive pressure ventilation on (Owen- 
Thomas ), 220 
gases, determination during revasculariza- 
tion of the heart, 394 
platelets, 130 
tidal volume, changes during anaesthesia 
and intermittent sitive pressure 
breathing (Gold and Helrich), 424 
transfusion, as a cause of metabolic acido- 
sis, 563 
Blood Pressure 
changes in retinal arterial, during cyclo- 
propane and halothane anaesthesia in 
children (Farmati, Freeman, and 
Moya), 26 
effect of methoxyflurane on, 346 
measurement in infants, an improved 
blood pressure cuff (Sloan), 59 
venous measurement, dangers of using a 
three-way valve as a stopcock in a 
transducer system for (Smith), 94 
Blood Volume 
effect of spinal anaesthesia on (Armstrong 
and Finlayson), 399 
Book Reviews 
Les Acidoses metaboliques et les meningo- 
encephalites en reas imation, P. Mal- 
loret, 608 
Advances in Anesthesiology: Muscle Re- 
laxants, ed. by L. C. Mark and E. M. 
Papper, 607 
The Aetiology of Compressed Air Intoxi- 
cation and Inert Gas Narcosis, P. B. 
Bennett, 64 
Anaesthesia and Emergencies ( Anaesthesie 
und Notfallmedizin), K. Hutschen- 
reuter, Anaesthesiology and Resuscita- 
tion, v. 15, 488 
Anaesthesia and Resuscitation: A Manual 
for Medical Students, ed. by R. A. 
Gordon, 609 
Anaesthetic Problems in Otorhinolaryn- 
gology and Oral Surgery, K. Horatz 
and H. Kreuscher, 154 





620 


Clinical Anaesthesia: Surgical Specialties, 
ed. by D. W. Benson, 608 

Infusion Therapy (Infusions Therapie), 
R. Lang, R. Frey, and M. Halmagyi, 
Anaesthesiology and Resuscitation, v. 
13, 246 

Local Analgesia: Brachial Plexus Block 
(Oertliche Betaeubung: Plexus Bra- 
chialis), R. A. Macintoch and W. W. 
Mushin, Anaesthesiology and Resusci- 
tation, v. 19, 489 

A Manual of Anaesthetic Techniques, ed. 
by W. J. Pryor and D. C. T. Buch, 
246 


Nurse’s Guide to Anaesthetics, Resuscita- 
tion and Intensive Care, W. Norris and 
D. Campbell, 608 

Oxygen Supply and Acid-Base Balance in 
Deep Hypothermia, J. Lundsgaars- 
Hansen, Anaesthesiology and Resusci- 
tation, v. 12, 247 

Peridural Analgesia and Anesthesia, P. C. 
Lund, 154 

Principles of Anesthesiology, V. J. Collins, 
64 

Problems of Intensive Care, K. Horatz, 
au) R. Grey, 154 

Progress in Neuroleptanalgesia ( Fort- 
schritte der Neuroleptanalgesie), M. 
Gemperle, 488 

Resuscitation, D. K. Brooks, 607 

Bourne, Wesley, 513 
Brain 

effect of anaesthetic agents on cerebral 
structures (Vourc’h, Arfel, and Bes- 
son), 519 

electroencephalography, effect of anaes- 
thetic agents on (Vourc’h, Arfel, and 
Besson ), 519 

electroencephalography, evaluation of re- 
covery and “street fitness” after anaes- 
thesia by (Doenicke, Kugler, and 
Laub), 567 

tolerance of, to cerebral ischaemia in 
rabbits, effect of general anaesthesia 
on (Bain, Catton, Cox, and Spoerel), 
69 


Canadian Anaesthetists’ Society 
annual meeting, programme, 250, report, 
490 
medal, 365 
president, 1967-68 (S. L. Vandewater), 
610 
prize, 492, 614 
Canadian Medical Association, founding and 
first meeting, 508 
Canadian Society of Anaesthesia, founding, 
512 
Carbon dioxide absorbers 


INDEX OF SUBJECTS 


measurement of moisture and heat in; 
under static conditions, 207 
under perfusional experiments, 209 
Cardiac, see under heart 
Cardiopulmonary bypass 
anaesthesia for, on calves (MacFarlane, 
Robillard, and Blundell), 240; letter 
to editor (Cockings), 487 
observations on human eye during (Far- 
mati), 584 
Carotid artery 
anaesthetic considerations for thrombo- 
endarterectomy (Jenkins, Engelbrecht, 
and Chung), 309 
stenosis, pathophysiology, 309 
Chloroform, first use in Canada, 501 
Chromatography, vapour phase method, 333 
Cine-arteriography in patients with coronary 
artery disease, 383 
Citanest, see Prilocaine 
Coronary artery disease, anaesthesia for re- 
vascularization (Wynands, Sheridan, 
and Kelkar), 382 
Cousineau, Georges (Canadian Anaesthetists’ 
Society medal), 365 
Curare, anaesthesia, oxygen levels and haemo- 
dynamics during (Theye and Restall), 
299 
Cyclopropane 
anaesthesia in children, changes in retinal 
arterial blood pressure during (Farmati, 
Freeman, and Moya), 26 
metabolic acidosis accompanying (Clark), 
551 
Cytology, exfoliative, of the intubated larynx 
in children (Farmati, Quinn, and Fen- 
nell), 321 


Death, see under Mortality 
Diazepam (Valium) 
anaesthetic time/dose curves with (Beau- 
lieu, Goyette, and Keéri-Szdnté), 326 
as a supplement to nitrous-oxide anaes- 
thesia, 326 
Digitalis, preoperative use in patients under- 
going heart surgery, 394 
Dinitrophenol, investigation of muscle rigidity 
and hyperthermia in general anaes- 
thesia and, 195 
Douglas, James, 507 
Droperidol-fentanyl (Innovar), experiences 
with (Drummond and McIntyre), 33 
Drugs, neuroleptic, effect on cerebral struc- 
tures, 528 


Ehlers-Danlos syndrome, 129 
Electrocardiography, see under Heart 
Electroencephalography, see under Brain 
Embolism 

pulmonary, diagnosis, 416; during anaes- 





INDEX OF SUBJECTS 


thesia (Browne and Catton), 413; 
physiological changes, 418; treatment, 
medical, 419; surgical, 420 

Endocrine system, neuroendocrine and meta- 
bolic effects of general anaesthesia 
(Dobkin et al.), 442 

Endoscopy, orahesive as a protection for the 
teeth during (Evers, Racz, Glazer, and 
Dobkin), 123 

Epidural anaesthesia, see under Anaesthesia 

Epidural space, significance of negative pres- 
sure within (Usubiaga, Moya, and 
Usubiaga ), 119 

Epilepsy), surgical treatment, anaesthesia for, 
539 


Epontol, postanaesthetic effect of induction 
with, 573 
Ether 
postanaesthetic effects of, following induc- 
tion with epontol, 575 
sulphuric, first use in Canada, 500 
Eye 
fundus changes, following cardiopulmonary 
bypass (Farmati), 584 
intraocular tension measurements b 
Schiotz tonometer during nad 
monary bypass (Farmati), 584 
observations on, during cardiopulmonary 
bypass (Farmati), 584; during general 
anaesthesia (Farmati), 584 
retinal arterial pressure measurements by 
chides amptinihie during car- 
diopulmonary bypass ( Farmati), 584 


Fentanyl 
and droperidol, experiences with (Drum- 
mond and rye 83 
use in operative and postoperative period 
as a supplement to sethanatiesens 
(McIntyre, Miller, and Corkery), 470 


Haemodynamics, see under Blood circulation 
Haemorrhage, postoperative adenoidal, con- 
trol of (McNeill), 483 
Haemostasis and blood coagulation (Rode- 
rique and Wynands), 129 
Haemostatic agent, local PLV-2 with halo- 
thane, cyclopropane, methoxyflurane as 
a haemostatic agent (Gillies and Far- 
ley), 358 
Halothane 
anaesthesia in children, changes in retinal 
arterial blood pressure during (Far- 
mati, Freeman and Moya), 26 
anaesthesia, ventricular arrhythmias in- 
duced by aminophylline during 
(Takaori and Loehning ), 79 
effect of, on the tolerance of cerebral 
ischaemia in rabbits (Bain, Catton, 
Cox, and Poerel), 69 
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for controlled hypotension in back sur- 
gery (Sleath and Archer), 407 
hepatotoxicity of, 411 
investigation of muscle rigidity and hyper- 
= 2 ee with, 195 
metabolic acidosis accom i use 
(Clark), 551 —" 
postanaesthetic effect of, following induc- 
tion with epontol, 557 
removal and recovery of, from waste 
anaesthetic vapours. (McIntyre and 
Russell), 333 
use of alpha and beta adrenergic blocking 
drugs and halothane in anaesthetic 
management of phaeochromocytoma 
(Gebbie and Finlayson), 39 
Heart 
cardiac arrhythmias during hypothermia, 
management with propranolol (Cole 
and jacobs), 44 
congestive heart failure, relationship in 
patients with coronary artery disease, 
383 
electrocardiography, in patients with 
coronary artery disease, 383 
rate, effect of methoxyflurane on, 346 
revascularization for coronary artery dis- 
ease, anaesthetic problems (Wynands, 
Sheridan, and Kelkar), 382 
ventricular arrhythmias induced by amino- 
phylline during halothane anaesthesia 
in dogs (Takaori and Loehning), 79 
Henoch-Schoenlein syndrome, 130 
Humidification in anaesthesia 
evolution of heat and moisture in large 
carbon dioxide absorbers ( Déry et aly, 
205 
heat and moisture patterns in the respira- 
tory tract during anaesthesia with the 
semi-closed system (Déry et al.), 287 
of inspired gases in the management of 
nasotracheal intubation in infants and 
children, 16 
a modified dew-point hygrometer (Déry 
et al.), 104 
sources of, 205 
Hygrometer, a modified dew-point, for 
measuring water vapour during anaes- 
thesia (Déry et al.), 104 
Hypercapnia, neuroendocrine and metabolic 
effects of general anaesthesia asso- 
ciated with (Dobkin et al.), 442 
Hyperpyrexia, see Hyperthermia 
Hypertension, a complication of anaesthesia 
during revascularization of the heart, 
388 


Hyperthermia 
and muscle rigidity in anaesthesia, in- 
vestigation in chickens (Viguera and 
Conn), 193 
familial tendency to, associated with blood 
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coagulation defect during anaesthesia 
(Purkis et al.), 183 
investigation of general anaesthesia and, 
in chickens (Viguera and Conn), 193 
Hypotension 
a complication of anaesthesia during re- 
vascularization of the heart, 387 
controlled by halothane, in back surgery 
(Sleath and Archer), 407 
Hypothermia 
cardiac arrh ias during, control with 
propranolol (Cole and Jacobs), 44 
causing metabolic acidosis, 563 
induced, temperature monitoring in 
(Sloan), 62 
Hypoxia 
ane metabolic acidosis, 560 
neuroendocrine and metabolic effects of 
general anaesthesia associated with 
(Dobkin et al.), 442 


Ibadan University, Canada’s contribution to 
the training of anaesthetists, 498 
Inderal, see Propranolol 
Infants 
and children, prolonged nasotracheal in- 
tubation in (Markham, Blackwood, and 
Conn), 11 
newborn, effect of paracervical block 
anaesthesia in labour on, 236 
Injuries, multiple, anaesthesia for patients 
with (Spoerel), 49 
Intermittent positive pressure breathing, see 
under Respiration 
Intraocular, see under Eye 
Intubation 
endotracheal for patients in status asthma- 
ticus, 19 
endotracheal of the larynx, histologic 
changes following, 321 
atemied of the la in children, 
exfoliative cytology of (Farmati, Quinn, 
and Fennell), 321 
endotracheal tubes, obstruction of lumen 
in (Walton), 605 
nasal, in children, long term effects of 
(Owen-Thomas), 543 
nasotracheal, complications following ex- 
tubation, 17 
nasotracheal, cardiovascular 
surgery, 19 
nasotracheal, in infants and _ children 
(Markham, Blackwood, and Conn), 11 
nasotracheal, management of patient fol- 
lowing extubation, 17 
Ischaemia, cerebral, effect of general anaes- 
thesia on tolerance of, in rabbits (Bain, 
Catton, Cox, and Spoerel), 69 


following 


Johnston, Samuel, 512 
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Kidney transplants 
anaesthetic problems (Wyant), 255 
control of rejection, 258 
definitions, 255 
donor procurement and selection, 262 
selection of recipients, 262 


Lagos University, Canada’s contribution io 
the training of anaesthetists, 498 

LaRoque, Charles, 513 

Larynx, exfoliative cytology in the intubated, 
in children (Farmati, Quinn, and Fen- 
nell), 321 

Lidocaine, in epidural anaesthesia, 6 


Marsden, William, 506 
Medical schools, in developing countries, 
standards of training, 499 
Meetings, 65, 155, 248, 370, 493, 612 
Metabolism, effect of general anaesthesia on 
(Dobkin et al.), 442 
Methaemoglobinaemia, induced by prilocaine 
(Citanest), significance of (Spoerel, 
Adamson, and Eberhard), 1 
Methohexital (Brietal®), effect on cerebral 
structures, 526 
Methoxyflurane 
as an induction agent in paediatric anaes- 
thesia (Bergeron and Menard), 435 
removal and recovery of, from waste 
anaesthetic vapours (McIntyre and 
Russell ), 333 
study of deaths following use, 350 
supplemented with fentanyl in operative 
and postoperative period (McIntyre, 
Miller, and Corkery), 470 
survey of use at the Hétel-Dieu de Mont- 
réal (Mignault and Tetreault), 340 
Methylene blue, use to reverse methaemo- 
globinaemia, 5 
Minot-von-Willebrand’s syndrome, 129 
Morphine, effect on cerebral structures, 529 
Mortality, in the operating room (Minuck), 
197; letter to editor (Shepherd ), 486 
Muscle 
muscular hypertonicity associated with 
general anaesthesia, management ( Rel- 
ton, Creighton, Conn, and Nabeta), 22 
rigidity, associated with general anaes- 
thesia and hyperpyrexia (Viguera and 
Conn), 193 
Muscle relaxants, role of, in anaesthesia for 
kidney transplants, 266 
Myocardium, infarction, relation to coronary 
artery disease, 383 


Newsletter 
Manitoba division, 153 
Western division, 369 
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Nitrous oxide 
anaesthesia, oxygen levels and haemo- 
dynamics during (Theye and Restall), 
299 


anaesthesia, supplemented with diazepam, 
326 

investigation of muscle rigidity and hyper- 
thermia in anaesthesia with, 195 

oxygen anaesthesia as an alternative anaes- 
thetic technique to avoid muscular 
hypertonicity, 23 

postanaesthetic effect of, following induc- 
tion with Epontol, 575 


Obituary 
Nicols, Roberta Bond, 152 
Obstetrical anaesthesia, see under Anaesthesia 
Octapressin, see PLV-2 
Operating room 
death in (Minuck), 197; letter to editor 
(Shephard ), 486 
Ophthalmodynamometric investigation in chil- 
dren, 26; technique, 26 
Orahesive, as a protection for the teeth during 
eneral anaesthesia and endoscopy 
Evers, Racz, Glazer, and Dobkin), 
123 
Oxygen 
levels and haemodynamics during anaes- 
thesia with nitrous oxide, thiopental 
and curare (Theye and Restall), 299 
tension, arterial, effect of hyperventilation 
on (Fairley), 87 


Pain, intractable, anaesthesia for surgical 
treatment of, 539 
Paracervical block in labour, anaesthesia 
(Van Praagh and Povey), 232; effect 
on newborn infant, 236 
Parkinson’s disease, surgical treatment under 
neurolept anaesthesia, 530 
Phaeochromocytoma, use of alpha and beta 
adrenergic blocking drugs and halo- 
thane in the anaesthetic management 
of (Gebbie and Finlayson), 39 
PLV-2 (2-Phenylalanine-8-Lysine Vasopres- 
sin, Octapressin ), as a local haemostatic 
agent (Gillies and Farley), 358 
Pneumotachograph 
calibration of, for temperature, humidity 
and gas viscosity, 220 
evaluation of, for controlled ventilation in 
childhood (Owen-Thomas), 220 
Posture, in nasotracheal intubation, 17 
Prilocaine 
in epidural anaesthesia, 6 
in epidural obstetrical anaesthesia, 7 
methaemoglobinaemia induced by, signifi- 
cance of (Spoerel, Adamson, and 
Eberhard), 1 
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Propanidad, ——e effect of, 573 
I 
c 


Propranolol (Inderal), in the management of 
cardiac arrhythmias during hypother- 
mia (Cole and Jacobs), 44 

Psychodiagnostic tests, to evaluate “street 
fitness” after anaesthesia (Doenicke, 
Kugler, and Laub), 567 

Pulmonary embolism, see under Embolism 


Rendu-Osler-Weber disease, 130 
Respiration 
controlled ventilation by nasotracheal in- 
tubation in postoperative cardiac 
patients, 19 
hyperventilation, effect of, on artecial 
oxygen tension (Fairley), 87 
intermittent positive —- breathing 
and anaesthesia, effect on blood gases 
(Gold and Helrich), 424 
intermittent positive pressure ventilation, 
effect on blood gas changes in paedia- 
tric anaesthesia (Owen-Thomas ), 220 
Respirators 
mechanical lung ventilators (Van Bergen), 
159; classification of, 161 
tetany as a complication of use (Catton 
and Browne), 592 
Respiratory tract, heat and moisture patterns 
in, during anaesthesia with the semi- 
closed system (Déry et al.), 287 
Retinal artery, see under Eye 
Royal College of Physicians of Canada, Fel- 
lowship and Certification Examination 
results, 157 


Semi-closed system, see under Anaesthesia 
Sewell, James Arthur, 508 
Shock 
cardiogenic, mechanism and therapy, 277 
haemorrhagic, 277 
mechanism and _ therapy 
Manax, -_ Lillehei), 276 
septic (endotoxin), 277; e imental, 
"ek of anaesthesia on Rety and 
Couves), 112 
Status asthmaticus, see under Asthma 
Succinylcholine 
generalized muscular hypertonicity follow- 
ing administration of, 22 
hyperpyrexia during anaesthesia with 
( Purkis et os a 
investigation of muscle rigidity and hyper- 
thermia during oud” emesis 
with, 195 
Suctioning technique in prolonged naso- 
tracheal intubation in infants and chil- 
dren, 16 
Surgery 
cardiovascular, nasotracheal intubation fol- 
i. to provide controlled ventila- 
tion, 


( Dietzman, 
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operations suitable on an out-patient basis, 
603 

postoperative adenoidal bleeding, control 
of (McNeili), 483 

revascularization of the heart, 383 

spinal, halothane for controlled hyperten- 
sion in (Sleath and Archer), 407 

thrombo-endarterectomy of the carotid 
artery, anaesthetic management, 314 

use of fentanyl in operative and post- 
operative period as a supplement to 
methoxyflurane (McIntyre, Miller, and 
Corkery ), 470 


Teeth, protection of, with orahesive during 
general anaesthesia and endoscopy 
(Evers, Racz, Glazer, and Dobkin), 
123 

Tetanus, occurrence of, during anaesthesia 
(Catton and Browne), 592 

Thiobutabarbitone, postanaesthetic effect of, 
571 

Thiopental, anaesthesia, oxygen levels and 
haemodynamics a anaesthesia 
with (Theye and Restall), 299 
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Thrombo-endarterectomy of carotid artery, 
anaesthetic considerations (Jenkins, 
Engelbrecht, and Chung), 309 

Tissue, transplantation, anaesthetic problems 
with kidney transplants (Wyant), 255 

Topectomy, for intractable pain, anaesthetic 
technique, 538 


Valium, see Diazepam 

Vandewater, S. L., Tvresident, 
Anaesthetists’ Society, 610 

Vasoconstrictor effects (local), of PLV-2 
with halothane, cyclopropane, meth- 
oxyflurane (Gillies and F ley). 858 

Ventilation, see under Respiration 

Ventilators, see under Respirators 


Canadian 


Water vapour, properties of, 105 

Webster, William, 512 

World Federation of Societies of Anaes- 
thesiologists, Canadian contributions to 
= training programme of (Gordon), 
4 


Worthington, Edward Dodge, 505 
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